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FOLLOWING REPEAT TEHRAN 6279 ACTION SECSTATE JUL 1. 

QUOTE: SECRET TEHRAN 6279 
NODIS 

FOR SECRETARY FROM ROBINSON 
E.O. 11652: XGDS 1 

TAGS: EGEN, ENRG, EAID, OVIP (ROBINSON) 

SUBJ: MEETING WITH SHAH 

1 . AMBASSADOR AND I HAD ONE-HOUR MEETING WITH THE SHAH IN 
WHICH HE ENDORSED APPROACH WE ARE ADVOCATING FOR ORGANIZING 
MULTILATERAL PRODUCER-CONSUMER DIALOGUE. HE EXPRESSLY 
SUPPORTED OUR OPPOSITION TO SEPARATE COMMISSION ON MONETARY 
AND EINANCIAL MATTERS, OUR PLAN TO ACHIEVE CONSENSUS BI- 
LATERALLY ON KEY ISSUES BEFORE RECONVENING PREPCON, AND OUR 
RECOMMENDATION THAT PREPCON NOT BE CONVENED BEFORE END OE 
SEPTEMBER. THUS HE DISAGREES WITH SAUDIS ON THEIR PRESSURE 

TO HOLD PREPCON WELL BEEORE OPEC SEPTEMBER 24 PRICE MEETING. 

2. WILL REPORT UPON RETURN PROMISING DISCUSSIONS ON OTHER 
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